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Message Text 

UNCLASSIFIED 

PAGE 01 BANGUI 01632 041046Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO OC-06 CCO-OO FBO-06 A-01 
/029 W 

080145 041054Z/10 

P R 031445Z AUG 77 
FM AMEMBASSY BANGUI 
TO AMEMBASSY LAGOS PRIORITY 
INFO SECSTATE WASHDC 9035 
AMEMBASSY ABIDJAN 
AMEMBASSY ACCRA 
AMEMBASSY MONROVIA 

UNCLAS BANGUI 1632 

LAGOS FOR WACASC, ECO; DEPT FOR OC/PE, A/SY/NSU, AFEX; ABIDJAN 
FOR TSO; ACCRA FOR RCO, MONROVIA FOR ATO 

E.O.l 1652: N/A 

TAGS: ASUP, ASEC, AFAC, AFSP. NSU 
SUB J : AIR CONDITIONERS CCC - NOB 

REF: LAGOS 3417 (NOTAL) 

1 . REFTEL INFORMED POST THAT A/C UNITS BEING SHIPPED TO POST 
WERE 24 INCHES WIDE BY 14 INCHES HIGH. OPENINGS WERE CONSTRUCTED 
TO ACCOMMODATE STATED SIZE. 

2. A/C UNITS RECEIVED BY POST ARE 26-1/2 INCHES WIDE BY 17 
INCHES HIGH. 

3. DOES WACASC HAVE A/C UNITS IN STOCK THAT ARE THE SIZE STATED 
IN REFTEL, AND IF SO, COULD WE EXCHANGE AT LEAST EIGHT OF THE 
UNITS AT POST FOR THEM. 

4. OF THE 38 AIR CONDITIONERS RECEIVED, 34 ARE 15,000 BTU, 

AND 4 ARE 12,500 BTU. DOES YOUR BILLING REFLECT THIS? 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BANGUI 01632 041046Z 


5. FOR A/SY/NSU: IF WACASC DOES NOT HAVE A/C UNITS OF STATED 
SIZE ALL OPENINGS, GRILLS, ETC. IN CCC WILL HAVE TO BE TAKEN OUT 
AND REDONE.QUAINTON 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
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Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BANGUI01632 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770279-0548 

Format: TEL 
From: BANGUI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977081 03/aaaadjrw. tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 3e9a144f-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 LAGOS 3417 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: AIR CONDITIONERS CCC - NOB 
TAGS: ASUP, ASEC, AFAC, AFSP, NSU 
To: LAGOS 
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